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DR.  MORTIMER  WILLIAMS  RAYNOR 

It  is  with  deep  regret  that  the  Bulletin  records  the  death  on  October  5th,  1935,  of  Dr.  Mortimer  Williams  Raynor, 
Medical  Director  of  Bloomingdale  hlospital. 

Dr.  Raynor's  outstanding  ability  in  his  chosen  field  received  early  recognition,  the  City  of  New  York  appointing 
him  its  first  Psychiatrist  for  the  study  of  adult  criminals  in  1918. 

Soon  after  this,  Dr.  Raynor  entered  the  U.S.A.  Army  Msdical  Corps,  and  was  assigned  to  the  79th  Division  (Nat- 
ional Army)  with  which  unit  he  sailed  for  France. 

hie  went  through  the  numerous  operations  in  which  the  79th  was  engaged  and  during  the  Meuse-Argonne  offen- 
sive in  the  fall  of  1918,  received  citations  for  his  conduct  at  Montfaucon  and  Nantillois.  hHe  left  the  service  with  the 
rank  of  Major. 

Dr.  Raynor  was  also  for  years  connected  with  the  Psychiatric  Hospitals  Service  of  the  State  of  New  York;  and 
1924  found  him  installed  as  Superintendent  of  Kings'  Park  State  hlospital  and  in  1926,  he  was  selected  by  the  Board  of 
Governors  to  assume  the  duties  of  Medical  Director  at  Bloomingdale  Hospital. 

Under  his  able  direction  the  hospital,  for  many  years  an  outstanding  institution,  continued  to  progress,  not  only  In 
providing  intensive  study  and  treatment  for  curable  cases  of  mental  diseases,  but  it  also  received  the  approval  of 
the  American  Medical  Association  as  an  educational  center,  for  those  wishing  to  specialize  in  psychiatry.  His  vision, 
sound  judgment  and  ardent  interest  in  the  aims  and  plans  of  the  Society  have  been  most  helpful  in  shaping  the  psychi- 
atric developments  undertaken  and  especially  the  Payne  Whitney  Psychiatric  Clinic. 

Many  honors  came  to  Dr.  Raynor  as  a  result  of  h'S  proven  talents  and  devotion  to  his  work.  He  held  the  office 
of  President  of  the  New  York  Society  of  Clinical  Psychiatry,  the  New  York  Psychiatric  Society  and  the  Westchester 
County  Medical  Society.  He  was  also  a  fellow  of  the  New  York  Academy  of  Medicine,  the  American  Medical 
Association,  the  American  Psychiatric  Association,  and  numerous  other  scientific  organizations,  membership  In  which 
constitutes  a  recognition  of  professional  accomplishments.  Shortly  before  his  death  he  was  honored  by  receiving  the 
first  certificate,  as  a  qualified  psychiatrist.  Issued  by  the  American  Board  of  Psychiatry  and  Neurology. 

Through  the  death  of  Dr.  Raynor  the  Hospital  has  suffered  an  irreparable  loss.  But  the  memory  of  Dr.  Raynor, 
wise,  just,  kindly,  tactful  and  forceful,  endures  as  an  Integral  part  of  the  whole  organization. 
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NEW  YORK  HOSPITAL  161  YEARS  AGO 

At  a  meeting  of  the  Governors  of  the  Hospital  at  Hulls'  Tavern  on  Tuesday  Oct.  2r)th,  1774; 

The  Corporation  received  a  message  from  Mr.  y\nthony  Van  Dam  acquainting  the  Governors,  that  he 
has  in  hand  the  Sum  of  -^24.15.2  belonging  to  a  person  lately  deceased,  which  he  is  desirous  of  paying 
into  their  Fund,  there  to  remain  until  the  heirs  of  the  Testator  shall  apply  for  it,  the  Corporation  giving 
some  acknowledgment  in  writing. 

Ordered,  That  the  Treasurer  receive  this  money  from  Mr.  Van  Dam  and  That  the  President  give  an 
acknowledgment  for  it. 

That  the  Committee  for  superintending  the  Building  of  the  Hospital  be  authorized  to  appropriate 
the  cellar  part  of  the  North  Wing  or  such  part  of  it  as  they  may  judge  necessary,  into  Wards,  or  Cells, 
for  the  reception  of  Lunatics. 

That  Doctors  Peter  Middleton,  John  Jones,  Samuel  Bard,  and  Malachi  Treat,  be  the  Physicians  in 
Ordinary  to  attend  the  Hospital. 

That  Mr.  Roosevelt,  Mr.  Murray,  and  Mr.  McAdam  be  added  to  the  Committee  for  soliciting  Sub- 
scriptions and  Donations  to  this  Charitable  Institution. 


DR.  GEORGE  HUGHES  KIRBY 

A  great  loss  was  suffered  by  the  Hospital  through  the  death  of  Dr.  George  H.  Kirby,  Attending  Physician  at  the 
New  York  Hospital,  Consultant  in  Psychiatry  at  Bloomlngdale  Hospital,  and  Professor  of  Clinical  Psychiatry  at  Corne!! 
University  Medical  College,  who  died  on  August  I  I,  1935. 

Dr.  KIrby  who  was  born  In  Goldsboro,  North  Carolina,  In  1875,  received  the  Bachelor  of  Science  degree  from  the 
University  of  North  Carolina  In  1896  and  the  Doctor  of  Medicine  from  the  Long  Island  College  Hospital  of  Brooklyn 
In  1899.   in  1929  the  University  of  North  Carolina  conferred  on  Dr.  KIrby  the  honorary  degree  of  Doctor  of  Laws. 

From  1902  to  1908  Dr.  KIrby  was  Associate  In  Clinical  Psychiatry  at  the  Psychiatric  Institute  In  New  York.  From  1908 
to  1917  he  was  Director  of  Clinical  Psychiatry  at  the  Manhattan  State  Hospital.  In  1917  he  became  the  Director  of 
the  Psychiatric  Institute,  retiring  in  1931.  During  this  time  he  planned  the  New  York  Psychiatric  Institute  and  Hospital 
as  a  unit  of  the  Columbia-Presbyterian  Medical  Center. 

During  the  War,  Dr.  KIrby  served  In  the  Army  Medical  Corps  and  since  the  War  has  been  Consulfant  In  Neuro- 
psychiatry for  the  U.S.  Public  Health  Service.  In  1921  he  was  appointed  by  the  Secretary  of  the  Treasury  a  member  of 
the  Board  of  Consultants  to  Develop  Hospital  Facilities  throughout  the  country  for  Ex-Soldlers. 

He  had  been  formerly  Professor  of  Psychiatry  at  Bel.evue  Medical  College  and  at  Columbia  University  College 
of  Physicians  and  Surgeons  and  since  1933  he  has  been  Professor  of  Clinical  Psychiatry  at  Cornell  Medical  College  and 
has  also  engaged  In  private  practice. 

Dr.  KIrby  was  a  member  of  the  leading  medical  societies  of  the  country  and  served  as  President  of  the  American 
Psychiatric  Association,  the  New  York  Neurological  Society,  the  New  York  Psychiatric  Society  and  the  New  York  Society 
for  Clinical  Psychiatry. 

He  was  Associate  Editor  of  the  American  Journal  of  Psychiatry  and  on  the  editorial  board  of  the  Psychiatric 
Quarterly. 
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THE  CONVALESCENT  HOSPITAL 
FOR  CHILDREN 

Between  July  1st  ami  September  1st,  one 
hiinclred  and  twenty-seven  boys  and  girls, 
spent  many  happy  days  enjoying  the  benefits 
of  good  convalescent  care  and  a  jolly  vaca- 
tion, which  included  real  camp  fires  and  pic- 
nics on  our  lovely  grounds. 

Many  of  our  little  friends  have  now  re- 
turned to  school,  stronger  and  better  pre- 
pared to  ward  off  the  vicissitudes  of  a  fall 
and  winter  in  their  more  or  less  inadetjuatcly 
maintained  homes. 

A  two  week  quarantine  period,  (due  to  a 
case  of  poliomyelitis),  unfortunately  can- 
celled the  admission  of  many  children  re- 
ferred to  come  here  in  August.  On  the  other 
hand  the  children  scheduled  for  discharge 
greatly  benefited  by  their  extended  stay. 

School  is  now  in  session  at  the  Convales- 
cent Hospital. 

All  ambulatory  patients  of  school  age  at- 
tend classes  every  day  for  two  hours,  in  the 
bright  and  airy  room  set  aside  for  this  pur- 
pose. 

The  children,  divided  into  a  morning  and 
afternoon  group,  depending  upon  their  ages, 
are  instructed  in  the  required  grade  school 
su'lijects  by  a  full  time  teacher. 

This  short  daily  session  enables  many  chil- 
dren to  keep  up  their  grades  in  spite  of  long 
convalescent  periods  and  stimulates  the  in  ■ 
terest  which  might  easily  be  lost  during  a 
prolonged  absence  from  school. 

DEPARTMENT  OF  NURSING 

It  is  gratifying  to  announce  that  six  mem- 
bers of  our  nursing  staff  have  been  granted 
fellowships  for  study  in  public  health  nurs- 
ing by  the  Rockefeller  Foundation.  Arrange- 
ments have  been  completed  for  Misses  Mir- 
jorie  Treiber,  supervisor  of  nurseries,  wom- 
an's clinic,  Mildred  Stone,  head  nurse  of  N4 
and  Martha  Johnson,  charge  nurse  of  the 
pediatric  out-patient  department,  to  have  two 
month's  special  study  and  experience  at  East 
Harlem  Nursing  Health  Center,  and  Misses 
Irene  Curley  and  Evelyn  Liddle,  charge 
nurses  of  the  skin  and  gynecological  clinics 
respectively  and  Miss  Thirza  Hills,  recently 
appointed  surgical  supervisor,  to  have  similar 
opportunities  at  Henry  Street  Visiting  Nurse 
Service. 

Two  members  each  from  the  aforemen- 
tioned organizations  have  been  awarded  fel- 
lowships from  the  same  foundation,  for  two 
montii's  observation  and  study  in  our  organ- 
ization. 


Under  the  auspices  of  the  Panamanian 
(Government,  two  graduates  of  St.  Tomas 
Hospital,  Panama,  have  been  granted  oppor- 
tunity for  a  year's  experience  with  us  in  the 
care  of  mctlical,  surgical,  obstetrical  and 
pediatric  patients. 

Constant  reverberations  from  many  of  the 
two  luMulred  and  sixty-two  nurses  represent- 
ing twenty-five  states,  the  District  of  Colum- 
bia and  five  foreign  countries,  who  registered 
for  the  maternity  and  child  health  Institute, 
held  in  our  residence  in  June  under  the  joint 
auspices  of  the  M.C.A.  and  the  N.O.P.H.N., 
make  us  realize  more  than  ever  the  signifi- 
cance and  importance  of  .study  in  this  special 
branch  of  nursing,  for  adequate  community 
health  .service. 

During  the  .summer  we  have  had  repeated 
requests  for  further  information  relative  to 
the  material  which  was  presented  at  the  Insti- 
tute and  for  copies  of  the  routines  and  tech- 
niques of  patient  care  used  in  the  woman's 
clinic. 

In  particular  demand  were  the  lesson  plan^ 
for  mothers'  nutrition  classes  prepared  by 
Miss  F.  Pieper  of  the  Nutrition  Department, 
for  use  in  the  out-patient  department,  and 
the  monograph  on  the  Nev/  Method  for 
Measuring  the  Blood  Loss  During  the  Third 
Stage  of  Labour,  by  a  research  fellow  of  the 
Department  of  Obstetrics  and  Gynecology. 

Incidentally,  and  fortunately  for  us,  our 
Scholarship  Aid  and  Student  Loan  Fund  has 
been  materially  benefited  by  the  generous 
contribution,  sent  by  the  sponsoring  orqan- 
izntions  from  the  limited  coffer  of  the  Insti- 
tute. 

As  this  bulletin  goes  to  press  the  activities 
of  the  offices  of  the  school  of  nursing  '-entre 
about  the  admission  of  new  students  who  reg- 
tered  September  twenty-eighth. 

DEPARTMENT  OF  PEDIATRICS 

During  the  recent  mild  epidemic  of  polio- 
myelitis, the  parents  of  patients  admitted  :o 
Pediatric  Pavilions  for  treatment  of  this  dis- 
ease, were  questioned  particularly  concernin:; 
the  children  who  had  been  in  intimate  con 
tact  with  the  patient. 

The  list  of  contacts  was  sent  to  the  Out- 
Patient  Department  and  the  parents  were 
referred  there  to  learn  about  poliomyelitis 
immunization.  The  possible  benefits  of  im- 
munization and  the  limits  of  the  prophylactic 
method  at  present  available  were  explained 
to  them. 


If  tiie  parents  wished,  the  contact  childrc  i . 
could  be  brought  in  for  injections  of  the  vac- 
cine made  available  by  the  New  York  Boaid 
of  Health. 

The  close  cooperation  of  the  Out-Patient 
and  House  Staffs  thus  assured  parents  of 
more  satisfactory  service.  In  addition  it  is 
hoped  that  work  of  this  nature  lays  a  foun- 
dation for  studies  in  future  years,  of  the  effi- 
cacy of  such  prophylactic  measures.  Similar 
coordination  of  activities  has  proven  of  great 
value  in  the  care  and  study  of  many  infec- 
tious diseases  of  childhood,  such  as  measles, 
chicken  pox,  dysentery,  typhoid  fever,  tuber- 
culosis and  syphilis. 

JAMES  RUCHANAN  BRADY  FOUNDATION 

During  the  summer  months,  three  mem- 
bers of  this  staff  attended  the  meeting  of 
the  American  Urological  Association  in  San 
Francisco,  where  they  all  presented  .scientific 
papers  before  the  organization. 

Mr.  William  P.  Didusch,  our  staff  artist 
was  also  present  and  had  an  exhibit  in  con- 
nection with  one  of  the  papers  read  at  the 
meeting. 

After  the  meeting  one  member  toured  the 
West  Coast  and  made  a  trip  to  Honolulu 
where  he  was  initiated  to  the  mysteries  of 
surf  board  riding  and  out-rigger  canoeing, 
while  another  toured  the  Canadian  Nortti 
West  and  Alaska  making  the  trip  from  Seat- 
tle to  Nome  and  return. 

The  Director  of  this  Department  has  just 
returned  from  a  trip  to  Cuba,  Yucatan  and 
Mexico,  where  he  conducted  an  operative 
clinic  and  delivered  lectures  at  the  Univer- 
sity of  Yucatan,  Merida,  Yucatan  and  at  the 
University  of  Mexico  in  Mexico  City. 

This  Department  will  celebrate  its  15t;i 
anniversary  on  Wednesday,  j.in.  15th,  19t6. 
The  celebration  will  take  the  form  of  an 
operative  and  demonstrative  clinic  in  the  af- 
ternoon from  two  until  five  P.M.,  following 
which,  there  will  be  a  dinner  and  a  meeting 
at  the  Academy  of  Medicine  that  night,  at 
which  Dr.  Wichard  of  Indianapolis  will  ad- 
dress the  Department  and  its  guests.  His 
address  will  be  historical  in  character  and 
should  be  most  interesting  as  Dr.  Wichard 
was  one  of  the  pioneers  in  Urology  and  has 
contributed  greatly  to  its  advancement  in 
this  country. 

At  the  regular  monthly  meeting  of  the 
Department  in  October,  several  reels  of  mo- 
tion pictures  taken  by  the  various  members 
of  the  Staff,  who  have  traveled  this  summer 
were  .shown. 
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SOCIAL  SERVICE  OF  LYING-IN  HOSPITAL 

As  e.ich  obstetrical  patient  completes  her 
first  examination  she  is  referred  to  the  So- 
cial Service  office.  Often  she  comes  in 
grumblioii  as  her  examination  has  been 
long,  and  her  one  thought  is  to  get  out. 

But  she  stays  to  discuss  her  problems, 
ask  questions  and  usually  leaves  with  a 
clearer  understanding  of  the  clinic  routine 
and  what  to  expect  when  she  enters  the 
hospital. 

Pavilions  are  described,  future  clinic 
visits  explained  and  the  importance  of  the 
post  partum  return  visit  stressed. 

Many  of  the  mothers'  worries  come  to 
light  during  this  interview.  It  may  be  a  re- 
lief problem  or  the  care  of  the  children  dur- 
ing the  confinement,  or  there  is  occasional- 
ly the  more  far-reaching  problem  of  il- 
legitimacy. 

Frequently  a  contact  made  during  this 
inten'iew  brings  the  patient  back  to  the 
Social  Service  repeatedly  during  her  ante- 
natal care. 

But  most  surprising  is  the  number  that 
come  in  frowning  at  having  to  stay  five 
minutes  longer,  and  end  up  by  staying  will- 
ingly for  half  an  hour. 

BLOOMINGDALE  HOSPITAL 

The  Dutch  Elm  Disease  which  has  in- 
vaded sections  of  New  York,  New  Jersey, 
and  Connecticut,  has  reached  the  elms  on 
the  grounds  of  Bloomingdale  Hospital  and 
it  has  been  necessary  to  remove  several  trees. 

The  disease  originally  came  from  Holland 
but  for  some  time  it  was  a  mystery  as  to 
how  it  had  reached  the  United  States.  One 
day  the  Plant  Quarantine  Inspector  at  Balti- 
more found  that  ten  elm  burl  logs,  which  had 
come  over  from  France,  were  infested  with 
living  elm  bark  beetles  and  the  fungus  that 
causes  the  disease. 

Other  shipments  of  logs  arrived  in  New 
York,  Norfolk  and  New  Orleans.  The  bee- 
tles which  are  capable  of  flying  a  considerable 
distance  escaped  and  sought  out  living  trees 
to  feed  on.  Fortunately  the  century-old  clniS 
on  the  main  drive  have  not  been  attacked. 

Among  the  trees  that  have  had  to  be  cut 
down  for  various  reasons  during  the  last 
few  years  on  the  Hospital  grounds  are  oak, 
walnut,  chestnut,  maple,  birch.  The  wood  of 
many  of  these  trees  has  been  saved  and 
seasoned,  and  cut  up  into  lumber  for  use  in 
the  Occupational  Therapy  Departments. 

Many  attractive  and  useful  articles  have 
been  made  combining  these  various  woods. 
It  is  interesting  to  know  that  the  wood  has 
been  grown  on  the  property,  has  been  work- 
ed up  into  various  articles  in  the  Occupa- 


tional Therapy  Departments,  and  has  become 
material  for  treatment. 

All  the  copper  beech  trees  in  this  country 
are  grafts  from  the  green  beech  trees.  An 
interesting  example  of  heredity  is  shown  on 
the  grounds  in  a  large  old  copper  beech, 
which  has  one  branch  about  eight  inches  in 
diameter  with  entirely  green  leaves.  About 
one-third  of  the  tree  is  green  and  the  re- 
maining copper. 

THE  NEW  TUBERCULOSIS  DISTRICT 

On  October  1,  1935,  the  tuberculosis  dis- 
trict of  the  New  York  Hospital,  was  in- 
creased to  approximately  twice  its  present  size 
and  extends  now  from  89th  Street  on  the 
North  to  34th  Street  on  the  South,  and  from 
5th  and  6th  Avenues  to  the  East  River.  At 
the  same  time  the  tuberculosis  clinic  became 
a  Department  of  Health  clinic,  similar  in 
most  respects  to  other  Department  of  Health 
clinics  with  the  exception  that  the  hospital 
retains  the  supervision  and  appointment  of 
the  medical  and  nursing  staffs. 

The  New  York  Hospital,  in  assuming  this 
responsibility,  agrees  to  act  as  an  agent  of 
the  Department  of  Health  and  to  render  such 
services  to  the  patients  of  this  district  as  are 
at  least  as  good  as  those  rendered  in  other 
Department  of  Health  clinics. 

AI!  applicants  for  chest  examination,  irre- 
spective of  place  of  residence,  shall  be  ad- 
mitted, examined,  and  treated  at  the  time  of 
their  first  visit.  Only  persons,  however,  re- 
siding in  the  hospital  district  may  be  kept 
under  permanent  supervision  with  the  ex- 
ception that  if  out-of-district  patients  are 
able  to  pay  the  fees  of  the  hospital  they  may 
be  retained  in  the  clinic. 

Non-tuberculous  cases  are  not  included  in 
the  arrangement  with  the  Department  of 
Health  and  may  be  admitted  and  examined 
in  the  Pulmonary  Clinic,  as  has  been  pre- 
viously done. 

In  return  for  the  services  rendered  to  the 
City  of  New  York  the  Department  of  Health 
will  make  several  contributions  to  the  fur- 
therance of  this  plan. 

The  city  will  supply  x-rays  for  examina- 
tion of  all  patients  not  only  in  the  area  added 
to  our  district  but  also  for  patients  in  our 
original  district.  They  also  agree  to  furnish 
us  with  x-rays  and  clinical  records  for  pati- 
ents residing  in  our  district  that  have  pre- 
viously been  worked  up  in  other  Department 
of  Health  clinics. 

The  Department  of  Health  aI>^o  agrees  to 
continue  the  present  public  health  nursing 


service  to  the  new  territory  added  to  ou 
district. 

The  enlargement  of  our  tuberculosis  dis 
trict  should  offer  several  advantages  to  thi 
New  York  Hospital  and  to  Cornell  Univer 
sity  Medical  College.  In  the  first  place  ii 
should  almost  double  the  amount  of  clinicai 
material  for  the  teaching  of  tuberculosis  anci 
investigations  of  this  disease. 

It  is  of  particular  value  in  regard  to  the 
epidemiological  investigations  on  tuberculous 
families  not  being  carried  out.  Previously  the 
number  of  families  was  altogether  too  small 
for  any  satisfactory  statistical  analysis.  The 
present  size  of  the  district  is  adequate  for 
overcoming  this  deficiency. 

NOTICE 

"Dr.  W.  H.  Spiller  has  been  granted  a 
brief  leave  of  absence. 

Dr.  Hugh  Warren  has  been  appointed  As- 
sistant Superintendent  during  Dr.  Spiller'« 
absence.  His  office  will  be  in  Room  H-121, 

CENTRAL  LABORATORIES 

The  June  issue  of  the  Bulletin  carried  .i 
very  interesting  contribution  from  the  Cen- 
tral Laboratories.  The  story  begun  there  is 
taken  up  again  in  this  column,  and  will  be 
concluded  in  the  November  issue,  after 
ii'hich  it  is  hoped  that  further  articles  deal- 
ing u'ith  the  Central  Laboratories'  many-sided 
life  uill  be  available. 

Article  II. 

The  third  venture  of  the  Laboratory  into 
the  manufacturing  field  was  in  response  to 
the  needs  of  the  Hypersensitiveness  Clinic. 

It  was  in  the  laboratory  that  there  had 
been  developed  the  successful  method  for 
the  preparation  of  fluid  extracts  of  pollens, 
foods,  etc.,  which  were  used  in  testing  and 
treating  patients  suffering  with  the  various 
forms  of  hypersensitiveness. 

Since  these  extracts  were  produced  in  con- 
centrated form  there  was  made  necessary  the 
use  of  a  sterile  diluting  fluid  in  the  prepara- 
tion of  those  dilutions,  that  were  actually 
administered  to  the  patients.  The  fluid  used 
is  a  solution  of  sodium  chloride  buffered  by 
the  addition  of  phosphates  and  containing 
a  small  amount  of  phenol. 

At  the  beginning  this  solution  was  pur- 
chased at  a  cost  of  one  dollar  per  vial  con- 
taining nine  cc.  The  laboratory,  in  addition 
to  its  preparation  of  the  extracts  soon  under- 
took to  produce  this  diluent  and  found  that 
it  could  be  done  at  almost  neqligible  cosf 
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In  doing  this  it  cfTcctcd  a  saving  to  the  Hos- 
pital of  several  thousand  dollars  and  also 
provided  a  steady  revenue  for  the  institution 
since  the  physicians  connected  with  the  dinu 
were  permitted  to  purchase  from  the  Hospi- 
tal this  buffered  saline  diluent  for  use  in 
their  practice. 

Since  moving  to  the  new  building  the 
manufacture  of  the  extracts  has  been  discon- 
tinued but  the  production  of  the  diluent  has 
continued  and  the  consequent  saving  con- 
tinues in  increasing  amounts  as  consumption 
increases  from  year  to  year. 

In  about  1926  a  member  of  the  laboratory 
staff  began  to  use  a  buffered  two  percent 
solution  of  sodium  citrate,  administered  in- 
travenously in  the  treatment  of  certain  dis- 
eases of  the  peripheral  vessels  and  since  such 
a  solution  was  not  at  that  time  available  on 
the  market,  undertook  to  manufacture  it  in 
the  laboratory. 

During  the  period  of  experimentation,  a 
number  of  difficulties  were  encountered  and 
overcome  and  a  method  of  manufacture  de- 
veloped which  is  used  to-day  in  the  produc- 
tion of  the  vastly  greater  quantities  of  this 
solution,  that  is  consumed  in  the  clinics  and 
pavilions  of  the  present  hospital. 

When  the  Hospital  moved  to  its  new  site 
the  clinical  portion  of  this  work  became  the 
Peripheral  Vascular  Disease  Clinic  of  the 
Surgical  Service  but  the  manufacture  of  the 
sodium  citrate  solution  continues  to  be  car- 
ried out  in  the  Laboratories. 

In  this  instance  it  is  difficult  to  calculate 
the  monetary  saving  to  the  Hospital  because 
the  solution  seems  not  to  be  available  on  the 
market.  However  it  would  certainly  be  sold 
for  not  less  than  one  dollar  per  liter  and  as 
the  cost  is  not  more  than  one-tenth  that  sum 
the  savings  would  amount  to  about  five  hun- 
dred dollars  annually  at  the  present  rate  of 
consumption. 

In  the  old  hospital,  transfusions  were  car- 
ried out  almost  exclusively  by  the  direct 
method  and  sodium  citrate,  therefore,  was 
not  a  prominent  feature  in  the  cost  of  this 
procedure. 

With  the  opening  of  the  new  buildings, 
however,  the  procedure  changed  and  at  pres- 
ent the  great  majority  of  the  transfusions  are 
carried  out  by  the  indirect  method  which  in- 
volves the  use  of  sodium  citrate  as  an  anti- 
coagulant. This  solution  was  originally  pur- 
chased in  ampoules  at  a  rather  high  price 
and  as  the  number  of  these  operations  in- 


creased rather  rapidly  the  cost  of  the  sodium 
citrate  soon  became  an  important  factor. 

The  matter  was  brought  to  the  attention  of 
the  laboratory  which  after  some  experimenta- 
tion devised  a  package  which  has  proved  to 
be  satisfactory.  At  the  present  time  the  Cen- 
tral Laboratories  is  issuing  a  clear,  sterile, 
two  and  one-half  percent  .solution  of  .sodium 
citrate  for  u.se  as  an  anticoagulant  in  transfu- 
sions in  resistance-glass,  rubber  stoppered 
bottles  in  quantities  of  15  cc,  30  cc  and 
50  cc. 

This  solution  has  been  issued  for  about  a 
year  and  one-half  and  is  now  being  con- 
sumed at  the  rate  of  about  two  thousand 
bottles  annually.  The  savings  to  the  Ho.spital 
on  this  product,  at  a  rate  of  about  forty-four 
cents  per  bottle  amount  to  $880.00  per  year. 

EXCERPT  FROM  THE 
"American  Medical  and  Plillosphical 
Register"  1914: 

"Additions  to  the  Library  of  the 
New  York  Hospital. 

The  Library  of  the  New  York  Hospital 
has,  within  the  last  year,  been  most  materiall  y 
augmented.  Among  the  very  many  valuable 
additions  that  have  been  made  to  it  by  the 
public  spirited  governors  of  the  institution, 
may  be  enumerated  the  following  scarce  and 
important  works,  on  medical  science  and  on 
natural  history. 

No  other  library  in  this  country  equals 
that  of  the  hospital  in  the  number  and  im- 
portance of  its  collection  on  this  branch  of 
science. 

Anatomy  of  the  Horse,  folio,  plates;  Kes- 
terni,  Bibliotheca  Medica.  Zin.  Descriptio 
Oculti  Humani,  4to.  Ruyschii  Opera  Anat. 
Med.  Chirurgica,  4to.  Historia  Morborum 
Halleri,  Valsalva  de  Aure  Humani,  4to. 
Baldingeri  opuscula  Medica,  5  vols.  Lieu- 
taud,  Historia  Anatom,  Medica,  2  vols.  4to., 
Cotuonius,  de  Aqueductibres.  Bellini,  do 
Motu  Cordis  et  de  Motu  Bills,  4to;  Fracas- 
torius,  Berkenhout,  Plouquet,  Morton,  and 
Carthesier's  Writings. 

A  collection  of  some  thirty  volumes  loan- 
ed by  Dr.  Bernard  Samuels  from  his  private 
library  will  be  on  exhibition  in  the  Seminar 
Room  of  the  College  Library,  C-205,  be- 
ginning Monday,  October  14th,  from  nine 
to  five.  This  includes  works  of  special  in- 
terest to  ophthalmologists. 

Among  them  a-e  two  early  printings: 
Hieronymus  Mercuriali's  "De  Morbus  Ocu- 


lorum,"  1590,  and  PIcmpius'  "Ophthalmo- 
graphia,"  1648.  Two  of  the  volumes  bear 
the  autograph  of  Dr.  Kearny  Rodgers,  a 
famous  New  York  Hospital  surgeon,  who, 
with  Ldward  Dclafield,  founded  the  New 
York  Eye  and  Ear  Infirmary  in  1820. 

There  are  a  number  of  folios  by  Socm- 
mcrring,  Ammon,  Jaeger  and  Dalrymplc, 
each  with  painstaking  drawings  and  beauti- 
fully colored  plates. 

There  is  a  translation  of  Scarpa,  called 
"the  greatest  text-book  that  had  ever  been 
published  in  any  land  or  time."  The  earliest 
works  on  trachoma  are  represented,  as  arc 
those  portraying  the  invention  of  the  oph- 
thalmoscope. Jaeger's  book  with  test-types 
and  instruments  of  1854  illustrated  is  in- 
cludetl. 

DEPARTMENT  OF  ENGINEERING 

FIRE   ALARM  REGULATIONS 

In  case  an  alarm  of  fire  is  sent  in,  the  en- 
gineer or  electrician  on  watch  in  the  engine 
room,  will  note  on  the  indicator  and  annun- 
ciator, which  building  and  station  the  alarm 
was  .sent  in  from  and  will  press  the  button  of 
the  auxiliary  alarm,  which  will  ring  in  a.l 
the  mechanical  shops,  to  notify  all  mechanics 
that  there  is  a  fire. 

The  engineer,  electrician,  oiler  and  fire- 
man on  watch  will  remain  at  their  post. 

All  other  Power  House  mechanics  in  the 
engine  room  will  go  to  the  electrician  on 
watch  and  get  the  location  of  the  fire  from 
him. 

They  will  then  go  past  the  ice  machinery 
room  to  Power  House  elevator  Nos.  30  or 
31.  The  operator  of  these  cars,  at  the  sound 
of  the  alarm  will  bring  their  cars  to  the  main 
floor  and  wait  there  to  take  the  crew  to  the 
Power  House  sub-sub-basement. 

The  operators  of  Nos.  31  and  32  cars 
will  take  their  cars  to  the  5th  floor  and  bring 
mechanics  on  the  5th  and  4th  floors  down  to 
the  .sub-sub-basem.ent,  where  they  will  join 
the  rest  of  the  crew  from  Nos.  30  and  31 
cans. 

Should  the  alarm  come  in  from  the  Psy- 
chiatry Building,  "M"  or  "N"  Building  or 
the  Main  Hospital,  they  will  go  through  the 
East  tunnel  and  take  the  proper  elevator  to 
the  scene  of  the  fire,  according  to  the  loca- 
tion of  the  same  as  follows: 

No.  17  Car  —  For  the  Main  Hospital 
No.  22  Car  —  For  "M"  and  "N"  Bldps 
Nos.  24  &  25  —  For  Psvchiatr\'  Bldg. 
No.  1  Car  —  For  "E"  Building 
No.  2  Car  —  For  "C"  and  "D"  Bldg. 
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No.  3  Car  —  For  "B"  Building 
No.  6  Car  —  For  "A"  Building 
No.  27  Car  —  For  Nurses'  Residence 
Nos.  30-31-32-33  —  For  Power  House 

Should  the  alarm  come  in  from  the  Nur- 
ses" Residence,  the  tire  brigade  will  go  from 
the  Power  House  sub-sub-basement,  through 
the  Appar.\tus  Room  of  the  Nurses'  Resi- 
dence to  the  sub-basement  of  the  same  and 
thence  to  the  proper  elevator. 

Should  the  alarm  come  in  from  the  Cor- 
nell College  group  of  buildings,  the  fire 
brigade  will  go  from  the  sub-sub-basement 
of  the  Power  House  through  the  West  tun- 
nel to  the  sub-basement  of  the  College  group 
and  there  take  the  proper  elevator  to  the 
scene  of  the  fire. 

The  following  elevators  are  specified  for 
the  use  of  the  hospital  fire  brigade: 

"E"  Bldg.  No.  1  Elevator 

"C"  and  "D"  Bldgs.  No.  2  Elevator 

"B"  Bldg.  No.  3  Elevator 

"A"  Bldg.  No.  6  Elevator 

Main  Hospital  Bldg.  No.  17  Elevator 
"M"  and  "N"  Bldg.  No.  22  Elevator 
Psychiatry  Bldg.  Nos.  24  &  25  Elevator 
Nurses'  Res.  Bldg.  No.  27  Elevator 
Power  H'se  Bldg.  Nos.  30-31-32-33  Elev. 

The  operators  of  these  cars  will  bring 
them  to  the  sub-basement  and  wait  there  for 
the  arrival  of  the  Hospital  fire  brigade. 

Zowe  2.  Comprises  the  Cornell  College 
group  consisting  of  "A" — "B" — "C" — "D" 
"E"  building  as  per  new  lettering  schedule. 
Fire  alarm  pull  boxes  are  located  mostly  at 
stairs  1 — 2 — 3 — 6.  The  general  alarm  bell 
rings  first  and  consists  of  the  zone  call  (2 
rings)  repeated  4  times,  then  the  unit  box 
rings  the  box  number  as  follows: 

Zone  Call— STOP— STOP— STOP— 
Unit  Box  ) 

6-3  for  example)  STOP — repeated 

4  times. 

TTie  fire  alarm  annunciator  drop  showing 
what  unit  box  is  pulled  is  located  in  the  sub- 
basement,  just  North  of  the  corridor,  coming 
from  the  "F"  building  on  the  West  wall  of 
the  College  corridor,  opposite  No.  5  elevator. 

7.0116  3.  Comprises  the  'T"  section  of 
the  main  hospital.  Zone  alarm  consists  of  the 


call  3  rings — repeated  4  times,  then  the  unit 
box,  repeated  4  times.  Zone  3  fire  alarm 
annunciator  is  located  in  the  .sub-basement  in 
the  center  of  the  "F"  corridor  on  the  south 
wall  opposite  the  main  kitchen. 

T^one  4.    Comprises  the  "K"  section  of 

the  main  hospital.  Zone  alarm  consi.sts  of 
4  rings,  4  times  repeated,  then  the  unit  box 
4  times  repeated.  Fire  alarm  annunciator  is 
located  in  the  sub-basement  of  "K"  wing, 
just  off  "F"  corridor  on  east  wall  at  entrance. 

Z(9;;<?  5.  Comprises  the  "G"  section  of 
the  main  hospital.  Zone  alarm  consists  of  5 
rings  repeated  4  times,  followed  by  the  unit 
box  repeated  4  times.  The  fire  alarm  annun- 
ciator is  located  in  the  sub-basement  near  en- 
trance to  "G"  building,  directly  east  of  No. 
9  Elevator. 

Zo;/^  6.  Comprises  the  "L"  wing  of  the 
main  hospital.  Zone  alarm  consists  of  6  rings 
of  the  gong,  repeated  4  times,  followed  by 
the  unit  box  repeated  4  times.  Fire  alarm 
annunciator  is  located  just  inside  the  ""L" 
wing  on  east  wall  as  you  come  in  from  "F" 
corridor  in  sub-basement. 

T^one  7.  Comprises  the  "H"  section  of 
the  main  hospital.  Zone  alarm  is  7  rings  of 
the  gong  repeated  4  times,  followed  by  the 
unit  gong,  repeated  4  times.  Fire  alarm 
annunciator  is  located  in  the  entrance  of  "H" 
wing  on  the  East  wall,  just  off  the  'T"  cor- 
ridor in  the  sub-basement. 

2.one  8.  Comprises  the  "M"  section  of 
the  Women's  Clinic  and  Pediatric  Building 
which  is  the  north  end  of  same.  Zone  alarm 
is  8  rings  of  the  gong  4  times  repeated  fol- 
lowed by  the  unit  box  4  times  repeated.  Fire 
alarm  annunciator  is  located  in  the  sub-base- 
ment on  the  west  wall,  just  opposite  No.  19 
elevator. 

T^one  9.  Comprises  the  "N"  section,  or 
south  end  of  the  Women's  Clinic  and  Pedia- 
tric building  which  is  the  Children's  Clinic. 
Zone  alarm  is  9  rings  of  the  gong  repeated 
4  times,  followed  by  the  unit  box  repeated 
4  times.  Fire  alarm  annunciator  is  located 
in  the  sub-basement  directly  opposite  the 
Housekeeper's  office.  Room  N-0()19. 

Zone  10.  Comprises  the  Psychiatric  Build- 
ing. Zone  alarm  is  10  rings  of  the  gong  re- 
peated 4  times,  followed  by  the  unit  box 
repeated  4  times.  Fire  alarm  annunciator  is 
located  in  the  sub-basement  in  the  .sub-corri- 
dor, south  of  No.  24  elevator  which  is  in 
the  north  west  end  of  the  building. 


Zone  11.  Comprises  the  Power  House 
and  Employees'  building.  Zone  alarm  is  11 
rings  of  the  gong,  repeated  4  times,  followed 
by  the  unit  box  repeated  4  times.  Fire  alarm 
annunciator  is  located  on  wall  in  the  en- 
gine room  east  of  the  remote  control  switch- 
board. 

Zone  12.  Comprises  the  Nurses'  Resi- 
dence. Zone  alarm  is  12  rings  of  the  gong 
repeated  4  time.s  followed  by  the  unit  box 
repeated  4  times.  Fire  alarm  boxes  are 
located  at  the  .stairway.s.  Fire  alarm  an- 
nunciator is  located  in  the  sub-sub-ba.se- 
nient  in  the  apparatus  room,  east  of 
stairway  leading  down  into  apparatus 
room. 


FIRE  AL4RM  REGULATIONS 
for  Nurses  and  Doctors 

Notification  of  the  City  Fire  Department 
is  the  sole  responsibility  of  the  Engineering 
Department  and  should  not  be  undertaken 
by  any  other  Department  or  individual.- 

IN  CASE  OF  FIRE 

Send  alarm  from  nearest  Signal  Station  (red 
box  in  corridor) .  Leave  someone  there  to 
direct  firemen.  Get  neareby  fire  extinguisher 
and  operate  on  fire. 

HOSPITAL  FIRE  DEPARTMENT 
The  fire  alarm  signal  will  bring  to  the  Signal 
Station  the  Hospital  Fire  Company  from  the 
Engine  room  and  the  Chief  of  the  Company 
shall  assume  control  of  fire  fighting  opera- 
tions. 

DOCTORS 

Doctors  who  can  leave  their  stations  shall  go 
to  Pavilions  nearest  location  of  fire  and  as- 
sume charge  of  the  patients,  directing  their 
removal  if  necessary. 

NURSES 

Nurses  on  duty  shall  remain  in  their  Pavi- 
lions and  see  that  all  doors  and  windows  are 
clo.sed.  Nurses  not  on  duty  in  Pavilions  shall 
go  to  Pavilions  nearest  location  of  fire  and 
assist  in  care  of  patients. 

FIRE  ALARM  TESTS 

Fire  alarm  tests  will  be  a  sin.r;le  ring.  This 
means  that  when  the  fire  alarm  rings  a  true 
signal,  there  is  a  fire. 


